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Message Text 

UNCLASSIFIED 

PAGE 01 FRANKF 02412 291604Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO SYE-00 /018W 

291646Z 027506/43 

PR291547Z MAR 77 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC PRIORITY 7637 
INFO AMCONSUL PALERMO 
AMEMBASSY BONN 
AMEMBASSY ROME 

UNCLAS FRANKFURT 2412 

STATE FOR SY/OPS/T, OC/S; PALERMO FOR PSO; ROME FOR RSO, BONN FOR 
RCO FROM OIC/RTC 

E.O. 11652: N/A 

TAGS: ASEC, ACOM 

SUBJ: DISINTEGRATOR PARTS 

REF: PALERMO 0204 (NOTAL) 

1 . PSO PALERMO AD VIES MODEL 1012 DISINTEGRATOR TO BE INSTALLED 
THERE AS PART OF COMM IMPROVEMENT PROJECT RECEIVED IN DAMAGED 
CONDITION. POST REQUESTS REPLACEMENT CONTROL BOX. 

2. REGRET THIS RTC DOES NOT STOCK NOR PROCURE DISINTEGRATOR 
PARTS. 

3. REQUESTS DEPT PROVIDE CONTROL BOX DIRECT TO PALERMO, WITH 
FUNDING ARRANGEMENTS AS REQUIRED. SHIPMENT SHOULD BE AIR POUCHED 
ON URGENT BASIS. 

4. FOL TECHNICAL DATA APPLIES: 

REPLACEMENT CONTROL BOX IS FOR USE ON A MACHINE WIRED FOR 
380 VOLT/3/50 CYCLE. (THE 380 VOLT OPERATING COIL WAS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 FRANKF 02412 291604Z 

FORWARED SEPARATELY AND ARRIVED IN APPARENT GOOD SHAPE). 

INFORMATION STICKER ON INSIDE COVER OF DAMAGED CONTROL BOX READS 
AS FOLLOWS: "BULLETIN 709. SIZE 2. TYPE 1, AC AUTOMATIC STARTER, 

CATALOG N. 709-CABL SERIES L. ALLEN-BRADLEY CO., MILWAUKEE, 

WISCONSIN". LEHMANN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 29-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977FRANKF02412 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 07-0631 
Format: TEL 
From: FRANKFURT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977031 2/aaaaakgl. tel 

Line Count: 60 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: dbb101b0-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 PALERMO 204 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 19-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2968405 
Secure: OPEN 
Status: NATIVE 

Subject: DISINTEGRATOR PARTS 
TAGS: ASEC, ACOM 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/dbb101b0-c288-dd11-92da-001cc4696bcc 
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